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When the Government realised that the seem-
ingly impossible task was really going to be accomp-
lished, they decided that they would entrust Ganga
Ram with still more land to fulfil their growing need
of land for soldiers. The scheme had still to reach
completion but enough had been done to show them
that their first trust had not been misplaced.

The second lease was of some 40,000 acres of
high land, unirrigable by gravity, for a period of seven
years, and the lessee was required to provide for the
cultivation of the land by hydro-electric machinery.
Their terms of the contract this time were even
more stringent* On the expiration of the seven
years period, he had to restore the land to the
Government for colonisation fully equipped with the
necessary canals and distributing channels, and the
hydro-electric plant complete in full working order*
for lifting water for the irrigation of the tract con-
cerned. The contract appeared at first sight to
be in every way to the advantage of the Govern-
ment; with little or no possible profit for the lessee^
jTfae Government merely lost the use of the land for
a jfew ys&rsf and on the termination of the lease was
to gain the equipment of irrigating channels and the
lift plant without incurring any cost or any risk.

We have freely drawn from the Indian Journal
of Engineering for the following description, in
technical detail, of what came to be known as the
Renala Hydro-Electric scheme,

Daring in its conception, a hydro-electric